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1 
PRESS 
6061 
Ø3 X 4-5/8 


This drawing, specifications, and concepts contained here in are the sole property of 
Red Barn Machine, and may not be reproduced or used in any fashion without the 
prior written permission of Red Barn Machine. 
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CLEAR ANODIZE 
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